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Message Text 


UNCLASSIFIED 

PAGE 01 ANKARA 05258 030747Z 
47 

ACTION EUR-06 

INFO OCT-01 NEA-09 ISO-OO EB-05 RSC-01 DRC-01 ( ISO ) W 

004451 

R 030533Z JUL 74 
FM AMEMBASSY ANKARA 
TO USDOC WASHDC 
SECSTATE WASHDC 4899 
AMEMBASSY BEIRUT 
AMCONSUL ISTANBUL 

UNCLAS ANKARA 5258 

E.O. 11652: N/A 
TAGS: BEXP 

SUB J : FOREIGN GEVERNMENT TENDER: LIQUID OXYGEN PLANT 
BEIRUT FOR RTDC 

1. 489/01/T0001 

2. 070274 

3. M. ISHAKBEYOGLU 

4. 489 TURKEY 

5. N. 

6A. WRITE TO~ 

6B.~ 

6C. HAVA KUVVETLERI KOMUTANLIGI 
TEDARIK DAIRESI BASKANLIGI 
ANKARA-TURKEY 
(AIR FORCES COMMAND) 

7. - 

8. 090674-4:30 P.M. 

9. 201 

10. 9910502-0500. TWOL COMPLETE LIQUID OXYGEN PLANTS, PRIMARILY 

FOR LIQUID OXYGEN PRODUCTION FROM FREE AIR, SECONDARILY GAS OXYGEN 
AND NITROGEN PRODUCTION. 99.5 PERCENT PURE 02. MIN. 150 LT. 

PER HOUR LIQUID OXYGEN CAPACITY. 

1 1 . PRICES IN TERMS OF FOB-ISTANBUL. PAYMENT THROUGH L/C. 

PERFORMANCE BOND REQUIRED: 15 PERCENT. OPTION: FIVE MONTHS. 

DELIVERY PERIOD TO BE QUOTED IN TENDERS. BIDDING SPECIFICATIONS 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ANKARA 05258 030747Z 

CAN BE OBTAINED IN ENGLISH FROM MODERN TRANSLATION BUREAU, 
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KARANFIL SOKAK 49/2, YENISEHIR, ANKARA.TURKEY, FOR $6. CHECKS 
MUST ACCOMPANY ORDERS. 

MACOMBER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 JUL 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974ANKARA05258 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 77-0341 
From: ANKARA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740779/aaaacpjh.tel 

Line Count: 64 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 29 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 AUG 2002 by ThomasVJ>; APPROVED <15 JAN 2003 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GEVERNMENT TENDER: LIQUID OXYGEN PLANT BEIRUT FOR RTDC 
TAGS: BEXP 
To: COM 
Type: TE 
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